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[Following  is  she  trarsisti.cn  of  an  unsigned  article 
entitle i  "Tret'ya  nauchno-tckhr.icbeshaya  koniVrentaiya 
posvyashchennaya  pamyati  chlena-korresponduntu  Al.  333R 
professora  M.  I.  Yanovskogo1'  (fir giish  version  above)* 
in  Sudosbrovenlye  ( Shipbu ilding ) ,  ilo  8,  Leningrad,  Aug¬ 
ust  I960,  pages  75-76.] 


On  10-11  Hay  I960,  the  Third  Scientific-Technical  Conference, 
dedicated  to  the  memory  of  Prof  K.  I.  Yanovskiy,  Corresponding  Mem- 
o.er  oi‘  the  Academy  of  Sciences  USSR,  was  held  in  Leningrad,  The  con¬ 
feree?  was  called  by  the  Scientific— Technical  Society  cf  the  chip- 
building  Industry, 

The  moderator  cf  the  section  dealing  with  the  construction  of 
ship  machinery,  Prof  A.  G.  Kurzon,  emphasized  the  outstanding  succes¬ 
ses  in  the  development  of  the  national  ship-turbine  construction  :md 
the  ,’ole  of  H.  I.  Yanovskiy,  who  conducted  research  and  studied  a  cer- 
•>js  of  difficult  and  complex  problems  tr.  this  field. 

A  report  on  the  life  »nd  activities  of  M.  1.  Yanovskiy  was 
road  ly  Candidate  of  Technical  dcier.ce s  G,  G.  Zharov, 

At  the  conference,  chairman  of  tho  awards  commission,  Pro'* 

•’ ,  l.  dnrvi.Uo,  announced  the  results  of  the  Awards  imeni  K.  X.  Yan¬ 
ovskiy. 

Awards  were  bestowed  on  the  following; 

First  Trice  —  the  collective  of  authors  (1.  7.  Sladkcvn,  V.  v. 
Alekseyev,  L.  K.  Kutuzov,  M.  A.  Gosnova.  L.  P.  lerniakov,  and  R»  G, 
Galkin^  headed  by  Doctor  of  Technical.  Jeienccs  3«  ?.  Terskikh,  for  tee 
work,  "Research  and  Development  of  a  Method  of  Calculating  Torsion 
Vibration  in  3hio  Dies si  Power  Plants « " 

Second  Prize  —  the  authors  A.  D.  Chernov,  A.  V.  Posdiyev, 
and  L.  G.  Vasil* yev,  for  the  vror'c,  "Contemporary  Steam  Turbine  Power 
Plants  on  Ocean  Transports. 

•Third  Prize  —  V.  I.  Zinchenko,  for  the  work,  ‘‘Folse  of  a 
Ship's  Power  Plant";  and  Yu.  I.  Mityushkin,  for  the  work,  "On  the 
Question  of  a  Design  Type  of  Turbine  Without  Radial  Gradient  of 
Static  Pressure  in  the  Inter-crown  Clearance." 
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During  the  first  day  of  the  conference  the  following  reports 
wore  rend: 

"  Fundamental  Directions  of  Development  of  Ship  Power  Plant, 
for  Ocean  Transports , "  speaker  A*  0,  Kurzoh. 

"Experience  in  Designing  the  First  3ov-ie4-na<3o  otean  fur-bine 
Plants  i*cr  Transport  Vessels,"  speaker  M.  I.  Vol'fnnzcn. 

"The  Results  of  Testing  and  First -Period  Operation  of  3 team 
Turbines  of  the  Tanker  "Pekin"  and  the  Dry  Cargo  Vessel  ‘Leninskiy 
Komsomol,"  speaker  V,  A.  Seraeka. 

“The  First  3oviet-made  Gas  Turbine  Plants  fer  Ocean  Trans¬ 
port  Vessels,"  speaker  P.  A.  Ogioblin. 

In  these  reports,  the  basic  tasks  of  ship  turbine  construction 
were  brought  out  and  the  feasibility  and  prospects  of  developing  gas- 
and  steam-turbine  engines  as  compared  to  other  types  cf  ship  power 
plants  was  analysed.  Specific  data  ware  presented  from  the  experience 
of  designing,  building,  and  operating  the  bast  Soviet  models  of  gas 
and  steam  turbines. 

The  reports  else  contained  information  on  the  results  of  the 
work  la  equipping  ocean  transport  vessels  with  power-plant  equipment 
for  the  period  from  1957*  when  the  scientific-technical  conference  on 
questions  of  designing  and  constructing  ocean  transport  vessels,  which 
was  called  by  the  Ministry  of  Maritime  Fleet  and  the  Ministry  of  Ship¬ 
building  Industry,  was  held. 

At  the  conference  dedicated  to  the  memory  of  M,  I.  Yanovskiy 
it  war  noted  that  the  construction  and  placing  in  operation  of  the 
dry  cargo  vessels  "Ler.inskiy  Komsomol"  and  "Akadoraik  Vavilov,"  the 
large  tanker  "Fakin, "  and  the  icebreaker  'Lanin"  demonstrated  that 
the  many  yearn  of  experience  in  research  and  designing  ship's  steam- 
turbine  power  plants  garnered  by  Soviet  industry,  the  production  might 
of  Soviet  plants  issuing  this  equipment,  can  successfully  ensure  the 
•demands  cf  rhipbuildiiig  for  power-plant  equipment.  The  oteam-turbins 
plants  of  the  ships  mentioned  above,  by  their  technical  characteris¬ 
tics  stand  on  tho  same  level  as  the  best  contemporary  foreign  models. 

Tnc  broad  scope  of  construction  of  ocean  transport  vessels, 
which  was  Let  down  in  the  decisions  of  the  21st  Party  Congress  on  the 
development  of  the  national  economy,  is  impossible  without  +he  maximum 
utilization  of  the  existing  machine-building  base  end  its  further 
broadening. 

While  developing  the  production  of  slov-Pi 'A  internal  com¬ 

bustion  engines,  it  is  necessary  at  the  same  time  to  develop  ;/idoly 
the  production  of  equipment  for  turbine  perwe-r  plants,  which  at  the 
present  time  have  still  not  received  sufficiently  vide  development  in 
vessels  of  the  cargo  fleet.  With  the  aid  of  power  plants  of  mere  than 
12-15,000  horsepower,  turbines  ha/e  a  sufficiently  high  economy  factor 
in  comparison  with  other  types  of  units,  since,  beginning  with  the 
giver,  range  of  power  (and  even  at  greater  power),  it  is  possible  to 
obtain  greater  effeaiency  value  in  these  units  and  simultaneously 
tc  ensure  performance  with  low-grade  fuels  —  high  viscosity  oils. 


The  development  of  ma: itime  turbine  construction  is  tho  bvsiu 
f,-:r  ensuring  the  transition  in  the  future  to  the  wide  use  or  snip  .* 

«as  turbines  and  atomic-energy  power  picntc. 

The  conference  unanimously  supported  the  the  sec  stated  r.bocv  . 
expressed  by  those  making  reports,  and  appearing  in  the  discussion-. 

At  the  cic.se  of  the  first  day's  work  the  conference  examined 
anc  adonied  a  decision  which,  in  part,  directs  attention  to  >-ho  nec¬ 
essity  of  reducing  the  number  of  types  of  ships  which  are  to  be  con¬ 
structed.  as  regards  selection  ox  a  type  of  main  engines,  la  order  to 
ensure  that  newly  constructed  ships  will  have  interns  c-  combustion  and 
sccaiii  and  gas  turbine  engines  built  at  Lome*  This  c seaside  was  based, 
on  the  realistic  possibilities,  interests,  and  tasks  oi  tne  further 
development  of  the  Soviet  transport  .fleet  and  ship-power  plant  cons¬ 
truction.  -  _  ,  . 

A  ‘series  of  irportart  ouest.i.cns  war  rrised  in  the  cecis..on  of 
phe  conference .  which  concern  the  3Decxrliza.ti.on  Oi.  tnc  production 
base  of  «hip  machine  construction;  ensuring  work  orders  to  the  plants 
making  equipment  for  ship  turbine  plants;  and  speeding  ur>  the  produc¬ 
tion  cf  *  siov-PKl  internal  combustion  engines  of  5,000-9,000  horse¬ 
power  fox  vessels  of  tho  maritime  fleet. 

also  indicated  in  tbs  decisions  of  the  conference  were  the 
co3t  important  directions  of  scientific  research,  design,  and  organis¬ 
ation  work  'in  improving  ship  siean  ar.d  gas  turbine  plants. 

mliQ  second  day's  work  of  the  conference  consisted  of  reports. 


as  follows: 

’’Investigating  the  Breaking  Point  of  a  Turbine  Operating 
at  Supercritical1.  Temperature  Drops,  "  by  G»  A*  Matveyev, 

"The  Acoustic  Method  of  Measuring  Dynamic  Stress  An  the  Blades 
cf  an  Operating  Turbine, B  by  K.  A.  Prokofyev. 

"Afjrlysis  of  the  Phenomena  Connectod  with  the  Condensation 
cf  btoam  and  the  Movement  of  Moisture  in  the  Plow  Section  cf  a  fur- 
r lie*, by  A.  A.  Promyslov. 

:iPn  the  Optimum  Pressure  of  Separation  in  the  Intermediate 
'term  ceorratorr  of  Maritime  Jtean  Turbines,"  by  A.  G.  Kurzon,  A»  X. 
Towner,  and  V.  In.  Tikhoplnv. 

"On  the  Criteria  for  the  national  Utilisation  of  Regeneration 
of  Intermediate  Heating  of  Gas  and  Intermediate  Cooling  of  Air  ir 
Cycles  in  Marina  las  Turnine  Plants,"  by  L.  A.  Maslov. 

Xr  accordance  with  the  decision,  of  the  Getstrc.1  foal'd  cf  the 
Csicntific  Technical  Society  of  the  shipbuilding  Industry,  all  of  the 
i-snert c  encompassed  by  the  plan  of  work  of  tho  conference  wj.il  ha 
tublished  in  tho  works  (Trudy)  of  tho  conference. 
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